
Zhejiang Ruico Advanced Materials Co. , Ltd , was established in 2012, listed in 
China on 2019, specialized in flame retardants and Acrylic resins. 

Ruico is a national high-tech enterprise, Passed IS09001 quality management 
system, have provincial-level R&D center, hired academicians, PhD, and other 
technicians totally 35 people, got 42 patents, the rule-maker of national flame 
retardant standards. 

In terms of technological innovation, Ruigao has 9 experts. As a expert, the 
technical director has been engaged in the research of high performance flame 
retardant and the development of flame retardant technology for nearly 10 years. 
He has accumulated rich professional technology and research and development 
experience. He has successively worked at the Leibniz Polymer Materials Research 
Institute in Germany. Madrid Institute of Advanced Materials in Spain and Madrid 
Polytechnic University in Spain for product research and development, and have 
applied for more than 40 invention patents. 











